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28A MOUNTING 
AND COVER ASSEMBLY 
WIRING DIAGRAM 


1. GENERAL 


1.01 This section shows the wiring of the 28A mounting and 

cover assembly which consists of a base, cover and 

motor assembly used in conjunction with 28A receiving selector 
unit or 28K distributor unit and 28G, H or J set of gears. 


1.02 This section is reissued to change the colors of the wires. 


28A MOUNTING 
AND COVER es ey ae 
ASSEMBLY 


P34.326 ~ wirine 


Page 1 DIAGRAM 


CONNECT MTG PLT 
TO GRD SCREW 


INDICATOR. 
LAMP: 


Cc 
i iy CAPACITOR 
MOTOR | 51 
POWER 
lenge SWITCH 
if i? 
BK Bic at Es 
hs sixix| 4 
BK aes 
F 
GK oy “i 3 qa 
GRD SCREW TERMINAL BLOCK 
Ey PH " 


BASE POWER 
PLUG 
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